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Get the steam out of your sugar house by providing ample opening for its escape, but not in such a manner 
as to allow the cold air to strike the Evaporator. A good spacious ventilator works the best and will materially 
increase your boiling capacity. An ideal construction is to cut down a section on each side of the peak of 
roof, and by hinging these sections the openings may be closed when not wanted. 

Be sure to use all the stack we send, which ordinarily is ample, but if tall overhanging trees or nearby 
hills affect the draught even a taller stack may be required. 

In drawing off syrup be sure there is plenty of sap in the pan to follow it up. 

Do not leave your Evaporator with a hot fire under it. You can bring conditions right for leaving the 
Evaporator if during the last hour of boiling you diminish the size of the wood you throw in. 

You probably won't have any trouble with a King rig, but until you get perfectly accustomed to its good 
work, if there is anything that does not go as you think it should try to find out the cause and remedy 
it yourself. If you cannot do this, let us hear from you and we will try and help you out, aS we spare 
no pains to have every rig do what we know it is capable of doing. 
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